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of  the 
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REPORT 


ANNUAL 

for  the  year  19X7 

_ _  of  the - 

MEDICAL  OFFICER  OP  HEALTH 

-  of  the  - - - 

URBAN  DISTRICT  OP  WIRFSWORTH. 


Mr.  Chairman  and  Gentlemen, 

I  Leg  to  present  my  Report  for  the  year  1917. 

Inhabited  Houses 

Census  1901  Census  19X1 

907  976 

Estimated  to  middle  of  1917  -  976 
New  Houses  erected  during  the  year  -  0 


Rateable  Value  .....  £16026.16.  4 


Pull  Assessable  Value  Houses  £11344.10.  0 

Lands  -Jth.  1170.11.  6 


£12515.  1.  6 


2. 

General  District  Rate  -  3/1  in  the  £. 

Water  Rate  -  3d.  in  the  £1  on  rateable  value  of  premises 
supplied  for  domestic  purposes. 

Water  Charges  for  trade  purposes  5d.  per  1  000  gallons  by 
meter. 

Humber  of  Water  Meters  (trade  purposes)  -  24 

Amount  of  Poor  Law  Relief  during  the  year  -  £357.18.  7 


BALANCES  OF  LOANS  OWING  ON  31st  DEC. t  1917. 


£.  s.  d 

1.  Automatic  Street  Lighting  .  ...  112.  0.  0 

% 

2.  purchase  of  Premises  adjoining  Town 


Hall  and  public  Improvement  Loan 

3.  Street  improvements  .... 

4.  Sewerage  Scheme  . 

5.  Purchase  of  Town  Hall  for  Public 

Of  fices 

6.  purchase  of  Water  Springs  Land 


.  .204.  2.  1 

.  Paid  off. 

.  9,692.  6.  8 

1,868.  0.  0 
Paid  off. 


Total  Balances  of  Loans  owing 

31/12/17. 


£  11,876.  8. 


.  £ 


Amount  paid  off  in  1917 


495.  17. 


6 


SAIT  IT  ARY  CIRCUMSTANCES  0?  THE  DISTRICT 


WATER  SUPPLY. 


Rainfall  in  1917  ....  36.52  inches. 


Adequacy  of  Water  Supply. 


in  consequence  of  dry  weather  the  Springs  were  low  in 
July ,  August,  September  and  October  and  the  ’’constant  supply" 
was  turned  off  during  the  night  from  the  7th  July  to  the 
8  th  October. 

The  following  waste  was  discovered  and  corrected. 


Defective  Taps  . 

.  31 

Burst  Pipes 

.  17 

Defective  Cisterns  . 

.  J5 

To  tal  . 

•  JlL 

WATER  BAILIFF’S  MONTHLY  RETURNS. _ 

1  917  Town  District.  Bole  Hill*  Total  Galls. per  hour. 


22nd 

J  an  u  ary 

11 p 579 

615 

12,194 

26  th 

February 

8,380 

738 

9,118 

26  th 

March 

7  ,872 

615 

8,487 

23rd 

April 

6,888 

615 

7,503 

21st 

May 

5 , 4T  2 

3.750 

615 

6,027 

25  th 

June 

866 

4,616 

23rd 

July 

2,460 

615 

3,075 

2?  th 

August 

2,460 

615 

3,075 

24  th 

September 

2,706 

492 

3,198 

22nd 

0  c  to  b  er 

4,920 

615 

5,535 

26  th 

No  v ember 

6  ,396 

615 

7,011 

17  th 

December 

5,904 

615 

6,519 

The  water  supply  of  an  outlying  part  of  the  district  was 
found  to  be  open  to  serious  contamination.  A  new  scheme  was 


prepared  and  will  be  carried  out. 


4.. 


_ DRAINAGE  AND  SEWERAGE. 

The  majority  of  the  houses  were  not  connected  with 
the  new  Sewerage  system  when  the  drains  were  laid  in  1914 
Fifteen  houses  were  connected  in  1915fl  nine  houses  in  1916 
and  nineteen  houses  in  1917.  The  Sanitary  Inspector  esti 
mates  that  about  of  the  houses  are  still  unconnected. 

closet  accommodation. 

Privy  Middens  (approximate  number)  616 


Pail  Closets  a  few 

% 

Water  Closets  372 

Number  of  Privy  Middens  converted 
to  Water  Closets  during  the 
year  5 

Defective  privies  improved  2 

privies  converted  to  Pail  Closets  2 


The  reduction  in  the  number  of  privies  by  conversion 
into  Water  Closets  connected  up  with  the  Sewerage  system 
is  most  desirable. 


5. 


_ SAIT  IT  ARY  INSPECTION  OF  THE  DISTRICT, 

ANNUAL  REPORT  OP  SANITARY  INSPECTOR. 

1917^ 

Name  of  Inspector  -  R.  C.  Bryan. 

Area  in  Acres.  -  3„o2Q  Estimated  No. of  Houses  -  976, 


HOUSING  AND  TOYfN  PLANNING. 


Number  of  Houses  inspected  under  Section 
Number  unfit  for  habitation 
Representations  made  to  Local  Authority 
as  to  Closing  orders  .... 

Closing  orders  made  %  .  . 

Number  repaired  without  Closing  Order 
Number  repaired  after  Closing  order  made 
Number  closed  without  Closing  order 
Number  demolished  .  .... 

Number  repaired  voluntarily 


17 


DRAINAGE 

Defective  Traps .Inlets t and  Drains 
Drains  obstructed  .... 
No  Drainage  .  .  «  .  .  . 

No  disconnection  of  waste  pipes 

CLOSETS  AND  ASHPITS 


Tnsan i tary  privies  and  Ashpits  . 
insufficient  Closet  Accommodation 
Conversion  of  Privies  into  W^C’s 
Defective  Water  Closets 


Dilapidated  privies 
Conversion  of  Privies  into 
No  Ashpit  .... 


70 

8 

8 

8 

6 


Informal  Legal 

Notices  Notices  Nui - 

served  by  served  sance 

Sanitary  by  Local  Abated 

Inspector. Authority. 


26 

1 

26 

11 

11 

18 

18 

60 

60 

6 

u 

.  4 

•  •  • 
Pail  Closets  1 


Carried  Forward  126 


125 


Informal 

Legal 

Notices 

No  ti c  es 

• 

served  by 

served 

Nui- 

Sanitary 

by  Lo  cal 

sanoes 

Inspector 

.  Authori  ty.  abated. 

OTHER  DEFECTS.  Brought 

Forward 

125 

1 

1 25 

Surfaces  of  Courts  and  Yards  , 

• 

2 

2 

Saves-Spouts  and  Down-Spouts  . 

c 

5 

5 

insufficient  Ventilation 

V 

5 

6 

Water  Supply  . 

• 

51 

51 

Offensive  Accumulations 

• 

10 

10 

Animals  improperly  kept 

• 

- 

Smoke  Nuisances  .  .  . 

• 

— 

— 

Overcrowding  .  . 

« 

4 

1 

4 

Foul  condition  of  Houses 

• 

- 

— 

Nuisances  not  specified  above 

♦ 

3 

3 

206 

2 

206 

Numb 

er 

Ir.spec- 

No  ti ces 

Nui sances 

on 

tions 

served. 

abated. 

Regi 

s  ter 

.made. 

Dairies  .Cowsheds , and  Milkshops 

37  ^ 

74 

3 

3 

Bake-houses . . 

7 

42 

- 

- 

Slaughter-houses  .... 

5 

60 

- 

- 

Common  lodging  houses  , 

1 

9 

- 

Knacker’s  Yard  . 

1 

4 

- 

- 

51  189  5  3 


Infected  houses 

disinfected  - 

33 

(Signed) 

R.  C.  BRYAN. 

One  sample 

of  milk  was  examined  and  found  to  contain  an 

excess  of  dirt. 


The  seller  was  warned  by  the  Council, 


7. 

HOUSING  AND  TOWN  PLANNING. 

An  inspection  of  the  District  shewed  that  there  were 
38  cases  of  overcrowding. 

In  reply  to  an  enquiry  by  the  Local  Government  Board 
your  Council  expressed  their  willingness  to  prepare  a  scheme 
for  the  erection  of  2o  houses  for  persons  of  the  working 
classes  at  the  close  of  the  War. 

FURTHER  SANITARY  REQUIREMENTS. 

i.  The  connection  of  all  houses  to  the  new  Sewerage 

system. 

ii.  public  scavenging. 

iii.  Further  inspection  and  action  under  the  Housing 

and  Town  Planning  Act. 

FACTORIES  AND  WORKSHOPS. 

Number  of  Factories  -  8  Number  of  Inspections  -  32. 

Number  of  Workshops  -  18  Number  of  Inspections  -  54. 
Factory  Nuisances  under  the  public  Health  Act  -  2. 

PREVALENCE  OF  AND  CONTROL  OVER  ACUTE  INFECTIOUS  DISEASES. 
Number  of  cases  notified: 


Measles  and 

) 

79 

German  Measles 

) 

Scarlet  Fever 

0 

Diphtheria 

19 

Cerebro  Spinal 

Fever 

2 

Total 


100 


3, 


Number  of  Cases  removed  zq  Isolation  Hospital 
Diphtheria  -  9 

There  were  7  deaths  from  Diphtheria  ( 2  in  Hospital) 
Measles  ana  German  Measles  were  prevalent  from  August 
to  the  end  of  the  year*  The.  Church  cf  England  Infants 
Department  was  closed  on  account  cf  these  diseases  from  the 
2oth  September  to  the  2oth  October.  There  was  no  death 
from  Measles. 

The  County  Council  have  now  made  arrangements  for  the 
services  of  Nurses  to  be  placed  in  Districts  in  the  County 
where  there  are  epidemics  of  Measles,  to  visit  the  homes  of 
cases  notified  and  give  instructions  tc  the  parents  with 
regard  to  the  prevention  of  sepsis  following  Measles.  No 
charge  will  be  made  for  the  services  of  a  nurse. 

Antitoxin  is  provided  free  of  charge  and  can  be  obtain' 
ed  without  delay.  The  cost  in  1917  was  £1,12.  6 

Clothes  and  Bedding  are  sent  to  the  Isolation  Hospital 
at  the  expense  of  the  Council  to  be  disinfected  by  steam., 

BACTERIQLQ 01  CAL  EXAMINATIONS  MADE  BY  THE  COUNTY  COUNCIL 

BACTERIOLOGIST. 

1917. _ 

Po  si  ti  ve.  Negative.  To  tal . 

Diphtheria  18  35  53 

Phthisis  7  9  16 

Miscellaneous  3  4  7 


9. 


NON -NOTIFIABLE  DISEASES. 

Whooping  Cough  was  prevalent  in  February  and  Mumps  in 
March,  The  Church  of  England  infants  Department  was  closed 
from  March  6th  to  24th  on  account  of  these  diseases. 

Swabs  were  taken  from  the  throats  of  children  attending 
school  with  "Mumps’*  and  two  were  found  to  shew  Diphtheria 
bacilli. 

There  was  no  death  from  Whooping  Cough, 

Influenza  both  of  the  pulmonary  and  gastric  types  was 
prevalent  in  January. 

There  was  no  death  from  Diarrhoea  . 

Four  deaths  were  attributed  to  Cancer. 

TUBERCULOSIS. 

Public  Health  (Tuberculosis)  Regulations  1912. 

Notifications  received; 

Pulmonary  Tuberculosis  4 

Other  Tuberculosis  4 

Total  number  cf  notifications  3 

Number  of  deaths  from  pulmonary  Tuberculosis 
belonging  to  the  District . .  .  3 

Number  of  deaths  from  other  Tubercular 
Diseases  .  1 

On  receipt  of  a  Notification  the  patient  is  visited 
and  advised  by  the  Health  Visitor  who  reports  to  the  Medical 


Officer  of  Health  and  unsanitary  conditions  of  the  home 
are  attended  to  by  the  Sanitary  Inspector.  The  Health 
Visitor  gives  particular  attention  to  persons  suspected 
to  be  in  "pre~ tuber cul ar  health".  One  patient  was  sent 
to  the  County  Council  Sanatorium. 

There  were  three  "Shelters"  belonging  to  the  County 
Council  in  use  during  the  year. 

After  a  death  from  Tuberculosis  the  house  is  disin¬ 
fected  by  the  Council *e  Officers.  The  house  is  also 
disinfected  when  a  patient  goes  to  a  Sanatorium. 

INFANT  MORTALITY. 

Infant  Death  Rate  under  one  year  of  age 

per  1,000  births  registered  ....  30,76 

Mortality  of  legitimate  children  per  1*000 

legitimate  births  registered  ....  33.89 

Mortality  of  illegitimate  children  per  1*000 

.illegitimate  births .  0 

NQTIFI  CAT  I  ON  OF  BIRTHS  ACT  adopted  in  1914. 

All  births  were  notified  in  1917. 

Number  of  Births  notified  .  .  .  .  67 

Living  -  65  Stillborn  -  2 

All  the  "living"  births  have  been  registered. 


HEALTH  VISITING  and  MATERNITY  and  CHILD  WELFARE  CENTRE. 


The  home  visiting  is  done  by  the  County  Council’s 

School  Nurse  to  whose  salary  the  Council  contribute. 

Expectant  Mothers  visited  -  12 

individual  children  vi Sited  -  11? 

Total  number  of  home  visits 

paid  to  - 

(a)  Expectant  Mothers  -  52 

(b)  Individual  children  -  696 

’’Mothers  Welcomes”  were  held  every  second  Monday  and 
29  Mothers  and  38  Babies  attended. 

The  average  attendance  in  1917  was  15, 

All  babies  over  one  year  of  age  were  visited  occasion 
ally  and  some  more  frequently. 

VITAL  STATISTICS. 


Births. 

(Males  34  Females  31 

Registered  65  ( Legitimate  59  Illegitimate  6 

Deaths. 


Mai  e. 

Femal  e. 

To  tal . 

Registered  in  District 

22 

36 

58 

Subtract  non-residents 

0 

1 

21 

36 

57 

Add  Residents  who  died  out- 

side  the  district 

2 

4 

6 

Nett  total  deaths  belonging 
to  the  district. 

1ST 

Of  the  63  deaths  belonging  to  the  District  28  were  over  65 
years  of  age*  viz.  6  over  65,  12  over  7o,  6  over  80  and  2 

over  9o. 

I  am,  Mr.  Chairman  and  Gentlemen, 

Your  obedient  Servant, 

A,  E.  BROSTER. 

Wirks worth,  30 th  March  1918. 


